IPM/SCREEN BOTTOM BOARD 

SIZED FOR LANGSTROTH BEEHIVE 


FRONT 


1/8" x 1/8" GALVANIZED HARDWARE CLOTH, 
12-1/4" x 17", STAPLED TO TOP OF FRAME. 


3/4" x 3/4" x 14-3/4" 
WOOD FILLER 



OPTIONAL: 

3/8" x 3/4" x 14-3/4" 
WOOD FILLER 
(This will allow for 
a fully closed bottom) 



1/4" x 15-1/8" x 21-3/4" 
REMOVEABLE BOTTOM 
PANEL (plywood, corrugated 
plastic, sheet metal) 


NOTE: Adjust size of dado 
to accommodate 
thickness of panel 
material. 


3/8" x 3/4" x 15-1/4" WOOD STOP 


OPTIONAL: 

3/8" x 3/4" x 14-3/4" WOOD FILLER 
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OPTION 
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FRAME SIDE - NEED 2 
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FRAME BACK - NEED 1 
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FRAME FRONT - NEED 1 
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